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SEGRE 
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MEMORANDUM FOR : Chief, Materiel Branch, DPD 


ee Py 


25X1 


25X1 
25X1 


SUBJECT + Test/Operational Site Requiranents 


mpany the test/aparatious) site fear 
Minneapolis, Minnesota Division of Me) are ar fares ne OY the 
&. 500 aq. ft. of shop/office space eijoining. 
be Power requirements: 
(2) 115 Volt AC, 400 cycle, single phase 850 volt amphs. 
(2) 28 Volt DO, 10 amphs. 
(3) 225 Volt AC, 60 cycle, single phase, 2,000 volt enphs. 
& suggest] be informed about the foregoing requirenents. 


3. ee H-E, St. Petersburg Inertiel Guidence Center has been 


aeked to % requirements to support the inertial navigation systen. 
SIGNER 
OEY FARANGOSKY 
Deputy Chief, Development Branch 
bep-0/P 
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